SANTA  FE,  NEW  MEXICO  (The  City  Different) 
The  Miraculous  Staircase,  as  it  is  seen  in  Our  Lady  of 
Light  Chapel.  The  problem  of  constructing  a  staircase  to 
the  choir  loft  baffled  workmen  until  an  unknown  carpenter 
appeared  and  built  it.  This  staircase  is  built  without  the 
use  of  nails  and  no  means  of  visible  support  can  be  seen. 
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